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Distinctively Yours. 


Your individual tastes and needs find full expression in a 
Wood-Mode custom kitchen designed and built especially 
for your home. Choose from a variety of popular styles, 
laminates, beautiful hand-rubbed wood finishes, and innova- 
tive special-purpose storage cabinets. Best of all, be assured 
of a nearly half-century tradition of outstanding quality and 
value from Wood-Mode, America’s best-selling line of fine 
custom cabinetry. 

Our newest catalogue features 100 pages of fact-filled 
information, beautifully illustrated, and is available free at 
your nearest Wood-Mode showroom. 


WOOD /WODE, 


Fine Custom Cabinetry 


FOR THE NAME AND LOCATION OF A 
NEARBY WOOD-MODE SHOWROOM, CONTACT: 


CENTRAL PENNSYLVANIA WESTERN PENNSYLVANIA METROPOLITAN PHILADELPHIA 
Battram Company Marcus Kitchens, Inc. Wall & Walsh, Inc. 

Factory Representative Manufacturers Representative Factory Representative 

P.O. Box 582 Joseph Safyan and Associates 8320 West Chester Pike 


Kreamer, PA 17835 5956 Baum Bivd. 
717-374-5271 Pittsburgh, PA 15206 
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Upper Darby, PA 19082 
215-789-8530 
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PENNSYLVANIA SOCIETY OF ARCHITECTS 
INSURANCE PROGRAMS 


Professional Liability Insurance 
e Competitive 
e High Limits: From $100,000 to $15,000,000 
e Low Deductibles: As low as $2,500 
e Stability: Coverage available from A+ XV rated companies 


Workers’ Compensation Insurance 
e Solid Protection: A+XIV rated insurance company 
e 15% deviation from manual rates 
e Dividend: has averaged 31.7% for past 7 years 


Asbestos Liability Insurance 
e Optional Limits: From $300,000 to $1,000,000 
e Low Deductibles: As low as $2,500 on each claim 


Call or Write our Program Administrator for Details: 


Fred. S. James & Co., Inc. 
P.O. Box 1675 
Harrisburg, PA 17105 
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(800) 382-1422 


GARAVENTA 


Meeting Your Standards 


With the Garaventa Stair-Lift 


adaptable to virtually any stairway design 
inexpensive compared with conventional 
elevators 

compliant with ANSI A17.1 and CSA B355 
codes 

available in your choice of custom colors and 
finishes 

serviced by factory trained representatives 
throughout North America 


With Stair-Trac. The portable 


wheelchair lift á 
~ accommodates most standard wheelchairs 


~ attendant operated, for indoor or outdoor use , 
~ battery powered, portable 


w proven in use by schools, churches ze vy 
| DEL-VAL DRIVING AIDS & CONTRACTORS, INC. 
pa Monavie around Ihe world 8794 WEST CHESTER PIKE, UPPER DARBY, PA 19082 
(215) 449-8968 (215) 353-0714 
FAX NO. (215) 449-7802 


The Editor’s Letter 


The above photograph was taken from the 
Solomon Butcher Collection, Broken Bow, 


Nebraska and is of an 1875 Dakota Territory 


sod house built in a style indigenous to the 
American Plains. The Civil War veteran, as 
homesteader, was knowledgeable in the use 
of wood and masonry but found none of 
these materials west of the hundredth longi- 
tude. Although the designer made attempts 
to adapt a new material to existing cultural 
themes, he failed in being able to provide 
Space for such valuable items as chairs, 
tables, clothes and watermelon. 


“We built a sod up of two rooms with a dirt floor and two doors plastered with mud. 
We thought it a palace. 


“He saw some distance ahead of hima little rise of ground and urging his horse for- 
ward he made for that. To his surprise he found himself on top of a dugout and the 


man of the house came rushing out.” i 
Nebraska Pioneer” 


This spring issue of the Pennsylvania Architect features seven beautiful residences 
designed by Pennsylvania architects. The picture above graphically illustrates this to 
be a most personal form of architecture. Here, the client not only uses the finished 
product but lives in it and is proud to show it along with his other prized possessions. 
In most cases, the public’s perception of us as architects is that we spend most of our 
time working on projects like those featured on the following pages. The truth of the 
matter is that it probably represents the smallest percentage of the work completed in 
most firms. 


The editorial committee chose both large and small projects and, interestingly, 
found that they had been produced by offices varying in size from one person to those 
that are among the largest in the state. I was encouraged to see a pleasingly large 
group of project submissions for consideration. Unfortunately, present limitations on 
the size of the Pennsylvania Architect prevented the committee from including them 
all. As the magazine continues to develop—and we are getting good feedback—we 
hope that similar situations can be minimized. Of those residences that are being pub- 
lished, we have asked the designers to explain the problems presented by the project 
as well as to what extent they feel they were able to solve them. 

As a separate feature we are proud to present an Urban Design Assistance Project 
completed by members of the Bucks County Chapter for the Borough of Perkasie 
after a fire destroyed a significant area of its central business district. Hopefully, this 
project report will become a catalyst for the area’s redevelopment. Special emergency 
actions such as this; architects acting as a group, presenting their expertise in urban/ 
regional planning together with architecture and civil engineering explicitly demon- 
strates a meaningful facet of “Vision 2000.” Such efforts can only benefit the commu- 
nity and our professsion; both gain in stature. We salute the chapter’s fine efforts. 

Our summer issue will feature Department of General Services projects. We urge 
those of you who have done such work to provide us with photographs, sketches or 
whatever you feel would be appropriate for its inclusion in that issue. We continue, as 
well, to look for special features for future issues. 


Herbert W. Levy, AIA 
Editor-in-Chief 
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PSA News 


H2L2 Cited for Design Award 

H2L2 Architects/Planners has been 
named a recipient of the 1989 AIA 
Library Architecture “Award of Excel- 
lence” for the design of The Academy of 
the New Church’s Swedenborg Library 
in Bryn Athyn, PA. Out of 141 submis- 
sions nationwide, H2L2 was one of seven 
firms recognized for the “Award of 
Excellence.” 

H2L2’s design of the library combines 
state-of-the-art library service areas — 
complete with a climate and security 
controlled area for the Swedenborg 
archives — with a barn-like structure that 
complements many of the historic, aca- 
demic and religious characteristics of the 
campus. Completed in 1987, the library 
houses over 100,000 volumes and serves 
both the community and the Academy. 
H2L2’s master plan of the campus was 
the underlying guide in the determina- 
tion of the best site for the library. 

The Swedenborg Library has received 
a total of three national awards and two 
local awards in the past two years. 

The Academy of the New Church is a 
100-year-old religious and educational 
institution that owns a collection of 
writings by Emmanuel Swedenborg, the 
Swedish scientist and theologian whose 
followers founded the Church of the New 
Jerusalem. 


H2L2, formerly known as Harbeson 
Hough Livingston and Larson, is an 
81-year-old architectural, planning and 
interior design firm whose clientele 
include a large number of educational 
institutions. 


GBQC Wins Award 
from Environmentalists 


A building designed by the joint ven- 
ture architecture team of Geddes Brecher 
Qualls Cunningham of Philadelphia, PA 
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and Gresham, Smith & Partners of Birm- 
ingham, AL, has won the 1988 Award 
for Distinguished Service in Environ- 
mental Planning conferred by the Indus- 
trial Development Research Council. 


The Alabama Power Company ’s 
Corporate Headquarters was chosen 
by the national organization for “techno- 
logical innovation in energy conservation 
and integrating with the existing environ- 
ment.” Built in downtown Birmingham, 
the project combines a new, large office 
structure with the smaller historical 
home for Alabama Power built in 1925. 
The unified buildings now house 2500 
employees in 1.2 million square feet over 
two city blocks. Utilizing the latest tech- 
nological advances in energy usage and 
management, the facility has a 14,750 
ton/hour thermal storage system tapping 
off-peak power for later use. Until 
recently, the facility’s thermal storage 
system was the largest in the world to use 
ice as the cooling storage mechanism. 
The mechanical /electrical system 
was designed by Cosentini Associates 
of New York and Miller and Weaver of 
Birmingham. 


Geddes Brecher Qualls Cunningham: 
Architects is a professional practice of 
architects, structural engineers, and 
interior and graphic designers. The firm 
is currently at work on the Franklin Insti- 
tute Futures Center, Philadelphia; Stu- 
dent Life and Instruction Building for 
Community College of Philadelphia; 
and Children’s Seashore House, 
Philadelphia, PA; Hershey Medical 
Center, Hershey, PA; and the Leonard N. 
Stern School of Business for New York 
University. The firm, which has offices 
in Philadelphia and Princeton, NJ, 
received the American Institute of 
Architects highest honor, the national 
Architectural Firm Award, in 1979. 


Astorino Wins Penn State Award 


It was recently announced by Penn- 
sylvania State University that Louis 
D.Astorino, FAIA, president of L.D. 
Astorino Associates, a Pittsburgh-based 
architectural firm, has been awarded the 
prestigious Arts and Architecture 
Alumni Achievement Award. Estab- 
lished by the Arts and Architecture 
Alumni Society of the Pennsylvania State 
University in 1980, this award recognizes 
alumni who have distinguished them- 
selves in their profession. 

Mr. Astorino is only the third architect 
to receive this award since it was initiated. 
Honored alumni are invited back to 

campus to receive their awards and to 
participate in special programs planned 
by their host departments. The award for 
1989 will be presented to Mr. Astorino 
on April 14th. 


David Lynch & Associates 
Receives Two Citations 


The $3.7 million renovation project at 
Steelton Elementary School has earned 
some recognition for a Lancaster, PA 
architectural firm. 

David Lynch & Associates received 
two citations from the American Associ- 
ation of School Administrators during a 
convention March 2 in Orlando, FL, for 
its work on the Steelton project and for 
renovation of the Gettysburg College 
dining hall. 

Renovations at Steelton Elementary 
School started in 1986 and were com- 
pleted in a year. Work included restoring 
an auditorium, complete with the origi- 
nal windows and ceiling. 

Lynch’s work was selected for recogni- 
tion by a panel from the American 
Association of School Administrators 
and the American Institute of Architects. 


Chapter Assists 
Perkasie Borough, 
Bucks County, Pennsylvania 


Last year the American Institute of 
Architects and the Royal Institute of Brit- 
ish Architects co-convened an interna- 
tional conference in Pittsburgh to study 
the “remaking” of cities. This intensive 
conference resulted in a call for architects 
on both sides of the Atlantic to become 
more community concerned and to prac- 
tice “community architecture.” It was 
such a philosophy and call to action that 
prompted members of the Bucks County 
Chapter to reach out to the Perkasie com- 
munity with an offer to help in the after- 
math of the June 26, 1988 fire that 
devastated a significant area of the down- 
town business district of the borough. 
Approximately 12 businesses, 13 dwell- 
ing units and an undetermined number of 
apartment residents were displaced by 
the fire. 


Chapter representatives contacted the 
Borough of Perkasie and offered 
assistance. The chapter agreed to study 
the problems and propose a schematic 
sketch plan and program which could 
assist the concerned parties in formulat- 
ing a course of action. Members of the 
chapter volunteered over 500 hours of 
time in a two-week period in gathering 
information, studying options and 
preparing sketches and reports. 
Individual property owners, when possi- 
ble, were interviewed, as well as input 
solicited from representatives of the 
Bucks County Planning Commission, 
Borough Engineer, local real estate 
agents and residents. Questions of viabil- 
ity and replacement of fire-damaged 
structures, parking, pedestrian and 
vehicular traffic flow, building density 
and future growth were considered. 

The team of chapter members brought 
together a wide range of resources and 
experience and included associate, regu- 
lar and emeritus members. Charts, large- 
scale schematic plans and a comprehen- 
sive report were generated and presented 


to the borough and property owners. The 
documents have become a tool for future 


planning and a catalyst for innovative 
design solutions for the fire damaged 
area and the surrounding community. 
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Background 


A. The Task 

To develop a plan to be used as a tool for 
guiding property owners and govern- 
ment officials towards recovery from the 


tragic loss of a significant neighborhood. 


Can the AIA address both the property 
owners and the community at large with 
equal objectivity? Input from the “task 
force” presented many fragmented 
thoughts, issues and concerns, both 
political (zoning) and economic. 
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B. Implementation 


The efforts of the Bucks County AIA 
were designed as a “starting point” for the 
long and continuing effort of effective 
comprehensive planning, not only by the 
community but also by architects as they 
became commissioned by the property 
owners. The team realized it might be 
called back at any time to field questions 
and/or provide advice regarding 
implementation of an effective plan. 
continues 
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A recommendation was made that the 
Task Force and the Bucks County Plan- 
ning Commission review potential 
solutions presented. The Planning 
Commission could review and analyze 
individual projects based on informed 
comparisons with the Bucks County 
AIA study. 

C. Objectives — The objectives of the 
Bucks County AIA program were: 

To improve the physical design of the 
local environment. 

To illustrate the importance of regional 
and rural planning. 

To stimulate public action. 

To objectively approach long-standing 
problems with a new perspective unen- 
cumbered by existing restraints prejudic- 
ing resident design professionals. 

To provide new insight for community 
action. 

To make clear and concise recommenda- 
tions for political and economical 
feasibility. 

To make it all publicly understood. 


D. Specific Goals — The goals for 
the Task Force were: 

Enhance viability and desire for replace- 
ment of structures damaged by the fire. 
Increase ability to maximize parking for 
the downtown area. 


Alleviate the hazard at the intersection of 


7th Street and Market Street. 

Develop the existing railroad siding for 
passive recreation and additional park- 
ing that would serve to extend “links” to 
public amenities beyond the impact area. 
Provide future connection via old trolley 
right-of-way to the City Park. 


E. Market Definition 

Perkasie is essentially a residential com- 
munity. However, it is a borough, 
organized around a fairly concentrated 
street-level grouping of homes and 
shops. It is not a land mass generally 
associated with the definition of Town- 
ship. Therefore, the area is limited in 
scope with defined borders and a high 
percentage of existing construction. 


PELLA 


Window And Door Company 


Trade Name of the Gunton Corp 
Commercial Department 


2550 Gen. Armistead Blvd. 
Valley Forge Business Ctr. 
PO. Box 9004 

Valley Forge, PA 
19485-9004 


(215) 631-9500 or 
1 (800) 523-0492 


1-79 North Industrial Park 
Bldg. 304 


(412) 741-8855 or 


Custom Clad Colors 
Sewickley, PA 15143 @ Custom Designs For Historic Renovation 


New Construction ° Replacement 


Commercial ¢ Industrial 
umes INStitutional e Residential 


1 (g00) 222-8771 ® Contemporary Double-Hung Windows 
e Horizontally Pivoted Windows 
e Monumental Casement Windows 
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Perkasie will probably not experience an 
explosion in population that some town- 
ships will. In all likelihood, the popula- 
tion will reach “peak” much earlier than 
surrounding townships. The strength of 
its appeal will remain its subdued “town- 
like” character. 

A brief survey indicated mixed residen- 
tial/commercial uses could be reestab- 
lished on the razed areas. This allows 
maximum opportunity for creating 
interesting spaces with functional and 
safer pedestrian accessibility. Also 
essential was an expanded tax base, 
generating revenue for the borough 
through increased housing, commercial 
office and retail spaces. 

Parking is a central issue; a two-edged 
sword, it permits “access” yet it lowers 
density because of its spatial demands. 
An effective Central Business District 
(CBD) is basically pedestrian in nature. 
The car enters, parks, and the shopper 
walks. The CBD must become as “mall” 
like as possible to maintain convenience 
for the users. 

Since Perkasie’s CBD is supported 
primarily by local trade, residential and 
commercial, it will not become a 
“regional retail center.” Successful busi- 
nesses must focus on the support of local 
“needs.” 

F. Development Concepts 

Town Square — Increased ability of 
pedestrian movement and circulation in 
order to reinforce attractiveness and 
security of all use types (residential, 
commercial, etc.). Develop landscaped 
activities of central spaces and focus on 
seasonal activities. 

Develop “discreet” rather than “continu- 
ous” forms of building setbacks and 
alignments. 

Develop gateways to significant areas, 
recognizing existing ones and creating 
new ones. 

Increase the town’s density and compact- 
ness. Contrary to popular belief, higher 
density can be achieved with enhanced 
focus on livability and accessibility. 
Provide adequate and well-placed 
parking. 

Respect the railroad as an organizational 
and historical element of the Borough. 
Recognize it as a continuing impetus for 
future growth along an already estab- 
lished corridor linkage for the park 
system. 


G. Immediate Action 


Property owners and the Borough should 
recognize that rebuilding exactly what 
previously existed may not be the best 
and most valuable current use. While the 
urge to rebuild that which was lost is 
honorable, there is more virtue in creat- 
ing a better place, a place more flexible 
in today’s society and economic environ- 
ment. It is very important to recognize 
the property owners’ need to restore use 
and income but also to advance the ambi- 
tions of the general community. This is a 
purpose of zoning. 

The borough should move immediately 
within the current codes and ordinance. 
Define and grant reliefs by “variance” 
and “special exceptions” to facilitate 
redevelopment, then make long-term 
reevaluations of codes. 

The existence of the Central Business 
District (CBD) should be recognized. 
The code needs a new section defining 
Perkasie’s CBD as a specific district. It 
should be specially written to preserve 
what has current merit and encourage a 
desirable future. Create a Central Busi- 
ness District which will fully recognize 
the importance of high density, while 
maintaining historical architectural 
character. We recommend a rezoning of 
that portion of the town centering on the 
rebuilt core as the borough may deem 
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After The Fire 


appropriate. This effort shall seek to 
eliminate requirements limiting height, 
requiring off-street parking, side and 
front yard setbacks as constrictive and, 
in commercial districts, eliminate buffer 
yard/zones. Engage professional serv- 
ices to establish a detailed master plan of 
the area with specific recommendations 
on: 

Parking — Establish a parking authority 
to determine how new infill parking and 
parking structures can be acquired and 
financed. 

Street Alignment — Utility modifica- 
tions, ete. 

Recommended Zoning Modifications — 
Variances, exceptions, for each property 
as required to meet needs of the property 
and use proposed. This is to be compiled 
and developed in conjunction with input 
from other municipalities with success- 
ful CBD cores of similar nature. 


The Zoning Code should support and 
encourage local businesses. The survival 
of the CBD will depend on encouraging 
residential units close to and within the 
CBD. Also to be encouraged are busi- 
nesses with large, stable populations of 
office workers. These people will sup- 
port the local merchants and service 
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TRAINING RESOURCES INITIATIVE (TRI) 


is the latest development from PTI to 
provide professional services for the CADD 
community. With over 45 years of experience 
we know the level and quality of training 
can make or break your CADD installation. 
Hence, we would like to “afford” you the 
opportunity to find out what over sixty 
local/national companies know about the 
Pittsburgh Technical Institute—quality pro- 
gramming, expert instruction, industry 
standard CADD equipment. 


e Intergraph ¢ Computervision 
® Auto CAD + Microstation 
è Systems Management ° 3-D 


Authorized Intergraph 
Education Center 
specializing in all levels 
of Microstation training. 


TRI—because you need your per- 
sonnel trained the right way on 
your system. 


PITTSBURGH 
TECHNICAL 
INSTITUTE 


635 Smithfield Street 
Pittsburgh, PA 15222 
800-669-7841 


CALL OR WRITE TODAY... 
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Residences and apartments are very 
important. This maintains the viability of 
the CBD “after hours.” Residential 
development at this scale also finds its 
support in the two age groups with the 
most disposable income, the young and 
the elderly. Disposable income is what 
supports a CBD. A good resource of 
information to verify this is the city of 
Lancaster, PA. Communications with 
Lancaster’s Planning Commission and 
Chamber of Commerce would be very 
valuable. Their primary focus has been 
encouragement of residential units as 
close to the CBD as possible. 

Market Street should be reclassified as a 
“primary street,” and Park and Callowhill 
should be reclassified as “collector.” 
The Bucks County Planning Commis- 
sion should extend its support to the 
recommendations herein and to other 
recommendations which will follow 
from architects individually commis- 
sioned by owners. 

The Borough should assist the commu- 
nity in the period of adjustment, aiming 
towards a new, revitalized downtown 
through incentive programs to build and 
plan for the future. Explore sources of 
financial assistance such as grants and 
aid from federal, state, county and local 
sources. Provide affected owners with 
waivers, deferments of taxes, costs of 
permits, engineering approval fees, etc. 
Encourage a design competition for the 
new “Town Square” and monument. This 
will maintain a focus on Perkasie. Keep 
Perkasie in the headlines. Make busi- 
nesses and new retail believe that Per- 
kasie is the place to be. 

Underground parking should be consi- 
dered as a viable option; the proposed 
new town square and the existing lot may 
provide an underground level of parking. 
This feature can be enhanced by a par- 
tially open light/air well. 

Property owners between 6th and 7th, 
Arch and Market Streets should be 
offered incentives from the Borough to 
transfer rear yard areas towards the alley 
into municipal parking, thereby acquir- 
ing approximately 70 parking spaces. 
Similar incentives should be offered 
owners between Sth and 6th, Chestnut 
and Market Streets, acquiring approxi- 
mately 60 parking spaces. Ultimately, 
this latter area can be targeted for an 
above-ground parking garage. 
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In The Future 


The Design Assistance Team Program 


A. In recent years, assistance teams have 
dealt with a wide range of problems, 
including those of model cities, central 
business districts, blighted areas, low 
income neighborhoods, and other areas 
where emergency situations can be aided 
by the sense of importance brought about 
by assistance teams. 


B. Expertise in urban/regional planning 
and design as well as architecture and 
civil engineering can be brought together 
to meet the needs of emergency situa- 
tions. This has merit in situations similar 
to Perkasie Borough, where a fire sud- 
denly destroyed one of its important 
neighborhoods. 


C. The Visits 

Upon arrival to the impact area, the team 
toured the area, then attended meetings 
with the Borough Task Force Commit- 
tee, which provided information and 
feedback to the issues involved. 
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The team then performed various tasks 
of sketching, overlaying and exploring 
options and possibilities for the recon- 
struction of the area in response to the 
real issues. 


A presentation was set and a public 
report issued to the borough's task force. 
Accompanied by charts, large-scale 
plans and drawings, the report was com- 
piled into useful information for 
redevelopment and reconstruction of the 
impact area and surrounding neighbor- 
hoods. The report and documents are 
tools for future planning. Sketches are 
exploratory, not final designs, since it is 
not the function of the Bucks County 
AIA to provide construction documents. 
Each of ten individual owners has the 
privilege of commissioning their own 
design professionals for final documen- 
tation of the future of their property. 


Brager Property 

(Northwest Corner 7th and Market) 
Before: 

Approximately 12,000 s.f., three (3) 
story Victorian building. 

First floor: 3 retail stores 

Upper floors: 6 apartments 

Unused space: 1-2 apartments 
Rebuild: 

Save building if cost effective. Would 
like similar uses with retail and residen- 
tial mix. 

Community Concerns: 

Parking, architectural style. 


Shelly Property 

(Northeast corner 7th and Market) 
Before: 

Four-story and basement, office and 
warehouse building. Approximately 
3,740 s.f./floor (18,700 s.f.) First and 
second floor used as offices. Basement, 
third and fourth floor used as warehouse. 
Balance of site occupied by large, two- 
story warehouse and mill work shop (s.f. 
to be calculated). 

Site was served with railroad siding. 
Coal bins along railroad right-of-way. 
(Ownership?) 

Rebuild: 

Would like to rebuild office facilities of 
approximately 5,000 s.f. and retail store 
for kitchen and bath equipment of 
approximately 3,000 s.f. New building 
should allow for other uses/tenants and 
expansion. 

Warehousing may be relocated off site. 
Upper floors might be residential use. 
Community Concerns: 

Coal bins hold up railroad bed, pedes- 
trian circulation, security at 8th Street 
for improvements to 7th Street and/or 
parking. 


American House 

(Southeast corner 7th and Market) 
Before: 

Uses included thirty-one (31) room, 
three-story hotel with basement, bar, 
restaurant, kitchen, office. Adjoining 
uses included bookstore with two apart- 
ments above. Porch/arcades on facades. 
Rebuild: 

Would like to replace with same architec- 
ture but are concerned about cost. Would 
like to consider using building as Bed 
and Breakfast with restaurant and several 


apartments. Must have minimum twelve 
(12) rooms to maintain liquor license. 
Would like facades to be brick as 
original. 


Community Concerns: 
7th Street alignment, trees, additional 
parking, widen sidewalks, improve alley. 


Lesher 5 & 10 

(South side 7th Street) 

Before: 

5 & 10 store on first floor with hobby 
shop in basement. Contained four apart- 
ments and warehouse space on second 
and third floors. Approximately 4,800 
s.f./floor (19,200 s.f.) 

Rebuild: 

Would like to replace with three-story 
building of same area. Possibly a larger 
number of smaller, more efficient 
apartments. 

Community Concerns: 

7th Street alignment, additional parking, 
widening sidewalks, covered sidewalks. 


Kantner Property 

(East side Market Street) 

Before: 

Funeral home with owner's residence 
and garage. 

Rebuild; 

Plans to build a two-story residence 
between existing structure and previous 
location of garage. Garage to be rebuilt. 
Community Concerns: 

7th Street alignment. Rebuild commu- 
nity as it was, shops at street level with 
apartments above. Reclaim some land 
from railroad. Put utilities in street. 


MANAGEMENT 
RECRUITERS ® 


Currently need 

A PA Registered Architect 

to manage an Architectural Design 
Department - 

Industrial & Commercial Bldgs. 


Management Recruiters 
of Lancaster, PA 
The Professional Recruiters 


of Lancaster 
The search and recruiting specialists 


We specialize in the placing of Architects and Engineers. 


Triple Crown America 

(South side 7th Street) 

Building damaged. Assumed repairs 
would be made. 


Roeger Property 

(Southwest corner 7th and Arch Street) 
Building not affected. Owner had 
requested permission approximately one 
year ago to utilize second floor for 
apartments. 


Participating Members 
of the Bucks County Chapter AIA 
Ken Rodemer, AIA David Zayas, AIA 
Ann Sutphin, AIA Bill Jacques, AIA 
Lynn Taylor, AIA Mark Warriner, AIA 
George Donovan, AIA Joe Phillips, AIA 
Dana Stetser, AIA Mike Raphael, AIA 
Eric Van Reed, AIA Phil Lederach, AIA 
John Hyrsl, a participant 
Resources 


Buster Guth, Borough Council 

Paul Leonard, Borough Manager 
Connie Lauffer, 

Assistant Borough Manager 

Paul Balcavage, Borough Engineer 
George Spotts, 

Bucks County Planning Commission 
Maureen Wheatley, 

Bucks County Planning Commission 
Ed Browning, Realtor 

Tom Gross, Realtor 

Mr. and Mrs. Kantner, 

Property Owner (Kantner Funeral Home) 
Mr. and Mrs. Bonk, 

Property Owner (American House) 
Mr. and Mrs. Bragor, 

Property Owner (Herstine Building) 
Gene Pritchard, 

Property Owner (Lesher 5 & 10) 

Bill Shelly, 

Property Owner (Shelly and Fenstermacher) 


Contact Ken Caron 
560 South Prince Street 
Lancaster, PA 17063 
(717)299-2811 
(215)678-0790 
Peerless FAX, (717)684-3503 
Positions COMPANY FEE PAID. 
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The Moore Residence 


Architect: James Oleg Kruhly + Associates 


Contractor: Sullivan Company 


The residence of Norman and Con- 
stance Moore consists of two historic 
“trinity” townhouses built in the early 
18th century. The corner property of 419 
S. Camac Street in Philadelphia received 
a two-story addition about 15 years ago 
which contains a kitchen on the first level 
and a bedroom on the second floor. Both 
properties, 419 S. Camac and 421 S. 
Camac, share a small garden in the rear. 

Recently, Norman Moore suffered a 
stroke which severely disabled him. 
Confined to a wheelchair, Mr. Moore 
was not able to live in a situation that 
involved more than one level. The 
architect was requested to renovate and 
design an addition to the 421 S. Camac 
property which would enable Mr. Moore 
to live separately on one level with the 
help of a full-time aide. He would con- 
tinue to have access to 419 S. Camac 
through the garden. 


PLAN 


BEDROOM LIVING 


KITCHEN 


SETTING 
ROOM 
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A considerable amount of effort was 
made in the design to accommodate a 
handicapped client without expressing 
the functional needs as an intrusion into 
an otherwise very fragile and delicate 
18th century scale. The character of both 
the very beautiful garden and the existing 
18th century spaces needed to remain 
intact, while a new usage and a new form 
were introduced into the site. 


The following is a list of the key elements 

of the program: 

e Given the very small size of each 
property, the garden was considered 
the most sacred element. The new 
addition was to intrude as little as pos- 
sible into the garden space. 

e The two properties should be main- 
tained as separate properties sharing 
the garden, 

e The new addition would provide the 
sitting area/living room for the first 
level of 421 S. Camac Street, The 
existing first floor room of the origi- 
nal 421 S. Camac historic “trinity” 
would become the bedroom for Mr. 
Moore. A new bathroom which 
would meet the handicapped code 
would be provided between these two 
rooms. 

e A kitchen which existed in the base- 
ment of 421 S. Camac would be reno- 
vated for the use of live-in help for 
Mr. Moore. 


The most difficult part of this project 
was to incorporate a full handicapped 
bathroom in the very small amount of 
space that was available. It became clear 
that the only way to provide for the 
bathroom was to separate its functions 
and to take the circulation space neces- 
sary in a handicapped bathroom and 
make that serve the dual function of cir- 
culation for the bathroom and the living 
space. The bathroom was, therefore, 
separated into two pieces: a toilet with a 
lavatory and across from it a shower. 
When the doors to these two rooms are 
left open they would lock together to 
form a barrier towards the garden. A 
separate set of folding doors would close 
off the view from the street. The 
remaining space with its 8-in. by 8-in. 
quarry tile floor will then become the 
total space for the “handicapped 
bathroom.” When the doors were closed 
to each of the bathroom pieces and the 
folding door left stored along the wall, 
the space would become simply a transi- 
tional space between the original historic 
living room and the new sitting addition. 


The new addition was designed to have 
the maximum amount of openness to the 
garden. To increase the presence of the 
garden and the lovely west wall covered 
with ivy, a large dormer was added onto 
the one-story addition and a light scoop 
was carved out of the ceiling. The new 
sitting room’s exterior glass wall bends 
lightly as an inflection to the adjacent 
property at 419 S.Camac. This gesture 
was intended to acknowledge the rela- 
tionship between the two pieces and 
allow for a more inclusive view from the 
new room towards the garden. 

The garden was designed to be as open 
as possible and to have the character of 
one garden but with two distinct spaces 
divided by the circulation. Red common 
Philadelphia brick was used as the 
paving material. Natural stone was used 
to create a wall that encloses a planting 
area as well as serving as the edge to the 
transition from the low point of the 
garden entrance to the higher point of the 
new addition. 


photography by Gregory Benson 
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Druim Moir 


Architect: Kise Franks Straw 
Contractor: Robert E. Lipschutz Associates, Carl Peterson 


The Romanesque Revival mansion of 
Druim Moir, listed in the National 
Register of Historic Places, was com- 
pleted in 1886 for Chestnut Hill real 
estate magnate Henry Howard Houston 
by renowned Philadelphia architects 
GWM. and W.D Hewitt. Since 1952, the 
mansion and its surroundings ona 
promontory above the Wissahickon 
Creek were used as a retirement home, 
but by the mid-1970s, the landmark 
became underutilized and was threa- 
tened with demolition. At that time, a 
private corporation, formed by Kise and 
Straw, committed to preserving the man- 
sion and the grounds, and acquired the 
property for development into a residen- 
tial site. KKFS’s design services were 


12 Pennsylvania Architect 


photo by Sallie C, Brooke 


The formal garden, once framed by trees 
and the mansion, is now defined by new 
houses and the mansion internally divided 
into three attached houses. z 


retained to convert the 34-room mansion 
into three, single-family houses. In order 
to preserve the historic appearance of 
both the exterior and interior, the divi- 
sion into three attached houses was 
accomplished solely by closing door- 
ways in internal masonry walls. The 
principal rooms, each fully paneled, 
were faithfully restored to their original 
grandeur. Modern kitchens and 
bathrooms were created out of existing 
secondary spaces and new mechanical, 
electrical and plumbing systems were 
installed unobtrusively. 


As part of the master plan for the 
20-acre estate, the firm designed a 
28-unit, cluster housing plan, carefully 
sited around the formal gardens designed 
by Robert Rodes McGoodwin in 1921. 
Using the provisions of a special city 


zoning ordinance, KKFS prepared the 
development and subdivision plans with 
23 new houses clustered in attached 
groups and placed where service buil- 
dings once stood, around the splendid 
formal garden and along an original 
drive at the edge of a steep, forested 
slope. The development plan was com- 
pleted by the renovation of a carriage 
house, the division of the mansion into 
three single-family attached houses, and 
the restoration of a smaller historic 
house known as “Brinkwood.” Half the 
land area, including the restored formal 
garden, remains as open space in com- 
mon ownership for maintenance by the 
homeowners. As a result, all the unique 
landscaped, open space, and forested 
areas original to the property have been 


preserved. continues 
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Druim Moir continued 


an rna e. 


The new houses, each on its own lot, houses as well as detached houses. Each 
successfully harmonize with the man- house has been varied in plan, roof, or 
sion and reflect the traditional building details so that no two are exactly the 
styles and forms that characterize Chest- same. Druim Moir exemplifies the via- 
nut Hill’s domestic architecture of the bility of adapting large estates while 
early 20th century. Four basic house saving historic amenities and creating a 


plans were designed and have been used marketable development program. 


to make an attached group of seven 


photography by JDN Photography 
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Ask us about 


CADVANCE 


3D 
VGS, 


yv Van Ollefen 
Associates 
800 Wood Street + Pittsburgh, PA 15221 


412 e 243 e 9000 


"Visual Guldance System 
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Campbell Residence 


Architect: Jacobs/Wyper, Architects 
Contractor: Cold Mountain Builders 


This year-round house, situated on 35 
acres overlooking Penobscot Bay in 
Rockport, Maine, was built in the lean 
and austere formality of the native Geor- 
gian architecture. In contrast to the 
imported shingle style of the summer 
community, the severity of line and sim- 
plicity of plan and detail of this residence 
places it in the tradition of the small 
Maine coastal town architecture. 
Without substantial size, this building 
achieves some stature through the 
enlarged scale of its elements (cornice, 
trim and entrance) and through the 
slightly skewed symmetry of the main 


entrance facade. 
continues 
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KEY 

1. LIVING ROOM 
2. DINING ROOM 
3, GREENHOUSI 
4. KITCHEN 
5. STUDY 

6. MUDROOM 
7. GARAGE 


FIRST FLOOR PLAN 


17 


2 
= 
Bp 
t-j 
z 
& 
a 


Campbell Residence continued 


EAST ELEVATION 


WEST ELEVATION 
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The main elevations respond to differ- 
ent demands. That facing the Bay is 
meant to be legible from a distance on 
the water and consequently there is a 
rigid simplicity to the composition of 
elements. From the pedestrian and 
vehicular access there is more nuance. 

The main block of the house is 
anchored by two massive granite chim- 
neys, and the plan and massing of the 
structure can be seen as a series of exten- 
sions to this primary core. Each major 
room partakes of the panoramic view of 
the Bay by the virtue of its corner 
exposure. 


Langhorne Smith Studio 


Architect: Solutions Inc. 
Contractor: Mark Hallowell 


The design problem was to create 
an artist’s studio as an accessory building 
on a residential property in Willistown 
Township, PA. The structure, to be 
located on a sloping site within an 
apple orchard, should provide all the 
studio amenities required by an active 
painter as well as a changing area for a 
swimming pool located approximately 
100 yards away. 
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Accessible only by foot, the studio 
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environment should provide a rustic 
retreat within which the artist’s work can 
be conceived, created and exhibited. The 
building design and material selection 
should relate to the indigenous rural 
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architecture often found in agricultural 
areas of Chester County. 


The studio design was generated by the 
following dominant forces: code limita- 
tion, accessibility, orientation, vertical 
space arrangement and use of natural 
materials. The building was to be fun. 


anaana» 
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SOME OF THE REASONS FLAMINGO IS THE LEADER 
IN CUSTOM COLOR MASONRY CEMENT. 


And they all add up to dependability. 

Architects and Designers depend on Flamingo 
to offer the exact colors wanted to achieve com- 
patibility or exciting contrast between masonry 
units and the mortar. Over 800 Flamingo colors 
are available. Special colors can be formulated in 
our lab upon request. 

Flamingo colors are manufactured with high 
quality stable pigments, suitable for exterior use, 
and durable to the effects of ultraviolet radiation. 

Flamingo Color Masonry Cement is uni- 
form in color, within established and time-tested 
tolerances, between all bags and shipments of a 
specific color designation. 

Our process and quality control procedures 
assure maximum color uniformity. 

FLAMINGO LIME BASE. 

Flamingo’s unique composition includes Ily- 
draulic Hydrated Lime, and as such, produces a 
lime-based mortar. And lime-based mortars are 
generally equated to quality mortars, because 
lime is more than a filler. Flamingo’s Hydraulic 
Hydrated Lime contributes to highly plastic mor- 
tars permitting ease of application and greater 
bond strength. 

FLAMINGO HIGH STRENGTHS. 

Flamingo Custom Color Masonry Cement can 
be manufactured to meet special strength require- 
ments as specified in ASTM C-270 for Type S 
and Type M mortar when tested in accordance 
with that specification, thereby guaranteeing 
color continuity on projects requiring various 
mortar strengths. 

Even with the dependable strength, quality 
and color consistency of Flamingo’s Color 


Masonry Cement, it still is highly affordable. In 
fact, while the prices of the more than 800 colors 
offered by the Riverton Corporation vary accord- 
ing to a diversity of factors, the most popular colors 
are priced competitively with ordinary grey cement. 
FLAMINGO SAMPLES. 

Samples of Flamingo Color Masonry Cement 
for use in architectural. panels—available in over 
800 colors and supplied in 70 Ib. bags (150 brick 
panel) or gallon bags (20 brick panel)—can be 
shipped within 72 hours. When requesting formu- 
lation of new colors to meet specific needs, please 
allow ten days for shipment of custom samples 
displayed in 3/8” strips of hardened mortar with 
laboratory or job sand, as specified. 

FLAMINGO GUIDE SPEC. 

Please specify all exact color requests by num- 
ber to facilitate accurate and timely delivery of the 
product. A suggested specification is as follows: 

Section 4—Masonry 


“All mortar for exterior and interior exposed 
masonry walls should be composed of one (1) part 
Flamingo Custom Color Masonry Cement utilizing 
a Hydraulic Hydrated Lime base, Color # C 
as manufactured by the Riverton Corporation, 
Riverton, Virginia, and three (3) parts by volume 
clean well-graded sand meeting the requirements 
of ASTM-C-144. 

All Color Masonry Cements shall be mill 
mixed and prepackaged before shipment under 
controlled plant conditions.” 


FLAMINGO—ALL IN ONE BAG! 
Hydraulic Hydrated Lime, cement, and 
quality pigments—all in one bag! 


> 


Outside Virginia: 
(800) 336-2490 


In Virginia: 
(800) 572-2480 


The Riverton Corporation, Riverton, Virginia 22651 
(703) 635-4131 
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The local zoning code restricts acces- 
sory buildings to a floor area no greater 
than 50 percent of that within the main 
residence. Due to that limitation, the stu- 
dio could not exceed 1500 square feet. 
With the entrance oriented toward the 
house and pool, the studio spaces 


became divided between those requiring scare MIEP 
even north light versus more social areas 

exposed to the south and west. With the 

sloping site, the earth retainage evokes 

the image of a bank barn with spaces 

organized vertically around a central with an exposed oak truss roof frame which highlights its approach as well as 
chimney mass. The structure combines connected by mortise and tenon. The providing an important get-away for the 
the use of wood and stone masonry walls building is punctuated with a small tower artist to contemplate creative ideas. 


Professional Computer Systems 


If you design or draw then you 
need the experience we have. 
We do customizing, training, 
system sales, and consulting. 
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Dealers for D.C.A., 
LANDCADD, SYNTHESIS 
EVEREX, and more. 


Call us © (301) 733 — 1533 


Ñ 
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Yarnall House continued 


The rear of the house “clasps” the front 
of the house. The front is treated with no 
roof overhang and has remainders of 
neo-classical pilasters on the corners, A 
glass porch is attached to a vertical cen- 
tral section. 

The interior is on several levels, so that 
as the building is penetrated, the ceiling 
is higher and higher. The living room 
and bedroom above it are treated as 
internally-oriented spaces but with lots 
of glass to take advantage of the view. 

The siting and landscaping have been 
designed to be integral with the building. 
The terraces and swimming pool form 
the outdoor rooms of the house. Close 
views of woods and a splendid, huge 
white oak are contrasted with distant 
views of the valley and the hills beyond 
with glimpses of the Victorian 
extravaganza of the Chestnut Hills Col- 
lege buildings. 
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Yarnall House 


Architect: Wallace Roberts & Todd 
Contractor: B.F. Gotwals 


Upon purchase of the property, the 
new owners were faced with an aging 
1950’s dwelling that was in need of atten- 
tion and repair. The original house did 
not take advantage of the marvelous 
views of the Whitemarsh Valley that the 
property afforded, nor did it allow for the 
“indoor-outdoor” living possibilities that 
characterized the client’s lifestyle. 
Therefore, the decision was made to tear 
down most of the original house, leaving 
only a bedroom wing to be rehabilitated 
for studio and photo darkroom space. 
What began as a renovation of a 1950's 
house gradually became an almost 
entirely new complex of buildings with 
only a remnant of the earlier house 
remaining. 


The design objective was to produce a 
“big little house,” creating a few large 
rooms with an open airy feeling about 
them. The general organization of the 
house was to have a pronounced front 
differentiation. This difference was also 
to be reflected stylistically by the front 
leaving a “classical,” “western” character 
and the back an “eastern,” “Japanese” 
flavor to it. The roof was also to be an 
important feature. 


The result is a symmetrical “main” 
building with two asymmetrically 
attached out-buildings. The central buil- 
ding has five-foot roof overhangs and 
horizontally-treated cedar siding and 
window muntons to produce the 


“Japanese” quality. continues `% 


Why t ost 
advanced CAD system 
for architects and 
building designers 
puts you on the edge. 


And keeps you there. 


THE COMPETITIVE EDGE IN PRODUCTION. 

With ARRIS, you don’t have to make drawings line by line. 
Instead, you enter basic design parameters — and let the system 
do the rest of the work, automatically. So more work gets done, 
in less time. 


THE COMPETITIVE EDGE IN PRESENTATIONS. 
With ARRIS, you can create extraordinary design and marketing 
presentations that help you win more business. For example, 
ARRIS 3D modeling and rendering allows you and your clients to 
view your project from any perspective, at any angle, at any time 
Presentations — Dramatic visualizations help you Of Night or day, And to “walk through” rooms as if they really 
win new business and communicate design ideas existed. 


Authorized for: * PLUS A FREE $5,070.00 HP PLOTTER. 

e IBM Corp. If a turnkey system is purchased 15 days after a personalized 
e Compaq Computer Corp. demonstration, you will receive a FREE HEWLETT PACKARD 
e Sun Microsystems “D” SIZE PLOTTER. Limited time offer can be changed or 

e Hewlett Packard canceled without notice. 


You can get the competitive edge at: 
CAD Incorporated (215) 931-1200 
414 Walnut Street Philadelphia, PA 19106 


2562 Blvd. of the Generals Norristown, PA 19403 
Computer Systems for Architects 
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Tennis Cottage 


Architect: R.K.R. Hess Associates 
Contractor: Labar Builders, Inc. 
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This tennis cottage was built at the 
request of the owner of a large private 
preserve in the Pocono Mountains. He 
wanted to construct a tennis court in an 
open meadow away from the main house 
and wanted a place to change clothes, 
shower and entertain guests informally 
There was no intention of having living 
quarters within the building other than 
overflow guest accommodations. 

The 1,200-square-foot structure flows 
gracefully to the outdoors with continu- 
ous stone floors and terrace onto the 
tennis court. Very wide steps down to the 
court enable the audience to sit and 
watch games or socialize. 

The building, though simple in design, 
was meant to portray a larger image than 
the actual size. This was accomplished 
through the use of oversized proportions, 
fireplace, columns and high roof line. 


continues 
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Tennis Cottage continued 


The materials used in construction 
were chosen for their natural beauty and 
longevity. The field stone for the walls 
and chimney were selected from the 
fence rows on the property. The blue- 
stone flooring is local to the area. The 
Italian marble vanity and granite kitchen 
counter were the only imported stone 
used. The heavy timber construction 
with beaded board interiors, cedar trellis 
and wooden columns were all in keeping 
with the rustic yet grand feeling of neigh- 
boring cottages built during the turn of 
the century. 

The project grew in size and scope in 
the early stages of design from an unin- 
sulated summer “cabana” to a heated and 
air-conditioned “play house” that can be 
used for all seasons. This was designed 
for a family who are avid sportsmen and 
this tennis court and cottage adds to the 
recreational compound they have been 
creating over many decades. 
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NATURAL ROCK FINISH 


YO FOUNDATION REQUIRED 


VO MORTAR USED 
e INTERLOCKING MODULAR UNITS 


e DURABLE, ATTRACTIVE & ECONOMICAL 


e EASY & QUICK TO INSTALL 


e AUTOMATICALLY STEP BACK TO FORM 
CORRECT SLOPE 


e COMMERCIAL & RESIDENTIAL 
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GREAT WALLS 
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IMAGINATIVE DESIGN 
REMARKABLE DURABILITY 
STYLE AND FUNCTION 


Omni-stone is the ideal architectural 
paving for Residential, Commercial 
and Industrial applications. It offers 
freedom of design, limited only by 
the imagination. 

Your choice of designs: 

e Kobble e Holland ® Omni-Stone 

èe Traditional © Thinset 


MANUFACTURED BY 


AMPUS CO. 


Springdale, PA 


FOR MORE INFORMATION ABOUT VERSA-LOK OR OMNI STONE OR NAME OF THE INSTALLER 
OR DEALER NEAREST YOU. CALL 1-800-872-7310 
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House On Siesta Key 


Architect: Geddes Brecher Qualls Cunningham 
Contractor: Cosentino Construction Company, Inc. 
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The House on Siesta Key was designed 
for and with one of GBQC’s favorite 
Philadelphia clients, with whom they 
had worked previously on urban 
developments. When he asked GBQC to 
design his year-round house in Florida, 
he encouraged them to work on 
everything from the landscape gardens to 
the stained-glass entry door. The house 
is a reflection of his lifestyle and taste. 


The site is a fascinating combination of 


dense tropical plantings and open vistas, 


overlooking a rock breakwater and sandy 
beach along the Gulf of Mexico, Due to 
flooding conditions, environmental 
codes required the structure to be unoc- 
cupied at ground level, The living 
rooms, trellised gardens and pool, there- 
fore, are on raised levels. The house it 
self separates the entrance-drive 
landscape from the beach-overlook 
landscape, and each has a distinct 
character of light, texture, and plantings. 
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photography by James Rowe 


| ork 
ms ME: 


Complete estimating and 
installation of: 


work 

rles Case 

A Eh az Exclusive Dealer) 
ri- 


t T CORIAN 
The zoning of the house was the C= = DUPON 
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both noisy and quiet activities. The 
house plan, therefore, can be read as a — 
social continuum, from the library/ — 
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music/study on the north, to the family 
room/pool on the south. Likewise, the 
living room has two axes. The north- 
south axis is focused on the hearth, and 
the east-west axis is focused on the beach 
and seascape. 


Because of the openness of the vista 
along the key, the massing is intention- 
ally bold and large scale, consisting of a 
tower and pavilion attached to the linear 


spine of the house. The trellises are inten- 
tionally varied in scale, and are used spa- 
tially to define the gardens and pool. 

The material and methods of construc- 
tion are Florida vernacular, such as 
stucco on concrete block and metal roof- 
ing. The roofs and trim are painted 
white, and the stucco walls are painted 
cream. These colors were inspired by 
London’s Belgravia district, with respect 
to the issues of light and shade. 
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1002 Greentree Road 
Pittsburgh, Pennsylvania 15220 
(412) 922-5540 

FAX (412) 921-1552 
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GR | T N | | | ] A “Serving the Educational 
Institutional and Commercial 


s n én Market for the past 37 years” 
Div. Adience Equities, Inc. ® 

à 29 E Laing Avenue o Freak Enamel iiaii 
Dixoniville, PA 15734-0278 N Architectural Woodwork Institute 


Phone (412) 254-4321 FAX (412) 254-2885 


MANUFACTURER OF: 


PORCELAIN ENAMELED STEEL CHALKBOARDS AND MARKERBOARDS 


DISPLAY AND TROPHY CASES e PARTITION DIVIDERS 

TACKBOARDS e BULLETIN BOARDS e DIRECTORY CASES 
HORIZONTAL OR VERTICAL SLIDING PANELS (MANUAL OR MOTORIZED) 
PLASTIC LAMINATE CASEWORK e CUSTOM WOOD CASEWORK 
NURSES STATIONS e CUSTOM OFFICE FURNITURE 

BUILDING PANELS (VENEER AND INSULATED) 


Greensteel provides a complete service with design, manufacturing and installation, backed by 
quality and guarantees with a network of sales offices and distributors covering the 50 states and 
international markets. 


We pride ourselves with the capabilities to provide custom, diversified products in addition to our 
standard line. 


“Using CAD has 
enabled us to 
increase our 
volume of busi- 
ness without 
increasing staff.” 


—Phillip Foreman 
Foreman Bashford 
Architects Engineers 
Zelienople, Pa 


(from left) Dave Foreman, partner, 
Phillip Foreman, partner, and John 
Hummel, project architect 


Foreman Bashford has built a 
thriving business on renovat- 
ing and remodeling school 
buildings in the tri-state area 
such as the Evans City Elemen- 
tary School in Evans City, Pa. 


32 Pennsylvania Architect 


The 40-employee firm relies 
increasingly on its 18 CAD 
workstations to produce draw- 
ings faster, process more data, 
solve problems in the working 
phase and draft revisions 
quickly and easily. It also relies 
on Computer Research for its 
CAD equipment, service and 
training. 


CAD Systems and Training 
Designed For The Future 


C COMPUTER 


AESEARCH inc 
Cherrington Corporate Center 
Building Two 

1700 Beaver Grade Road 
Pittsburgh, PA 15108- 3104 


412/262-4430 
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A Door THIs STYLISH 
Has No RIGHT TO BE THIS PRACTICAL. 
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Iron City Sash & Door Morgan Distribution 
Sandy Lake, PA 412-376-7415 Dunmore (Scranton), PA 717-344-6156 
Iron City Sash & Door Morgan Distribution 
Windber, PA 814-467-4571 Mechanicsburg, PA 717-697-0346 
ADAM Wholesalers Morgan Distribution 


Carlisle, PA 717-243-5656 Montoursville, PA 717-368-2656 


89925 © 1989 Andersen Corp 


At first glance, you'll 
notice how beautiful it looks. 
But then, French doors have 
been looking good for over 
three hundred years. 

Which brings us to the real 
beauty of the new Andersen’ 
Frenchwood” Hinged Patio 
Door. The way it performs. 

No other hinged patio door 
in the country is as weather- 
tight. Rated to withstand a 
punishing 8” of rainfall and 50 
mph winds. No other gives 
you a three-point locking 
system. Making the lock side 
of the door as secure as the 
hinged side. And no other 
provides energy-efficient 
Andersen® High-Performance 
or High-Performance Sun 
glass standard. 

To learn more about our 
new Frenchwood Hinged 
Patio Door, stop in and see us. 
We’re the Andersen window 
distributors listed below. 


Reeb Millwork 
Bethlehem, PA 215-867-6111 


Schuster’s Building Components 
Irwin (Pittsburgh), PA 412-351-0979 


THE HEAT PUMP. | 


IT’S THE HEART OF 


EEE HOMES. 


You’ve probably seen the EEE symbol 
in real estate advertising, It’s the sign 
of Excellence in Energy Efficiency. 
And it’s not easy for a home to 
earn. 

It means the home will save 
up to 25% on heating costs 
compared to a home built to 
ordinary standards. It’s tight 
enough to seal energy in, without 
restricting a healthy exchange with 
the air outside. 
The insulation is optimum 
from ba i 


is weathertight. And all the energy systems 
meet the highest efficiency standards. 

Like the heat pump, which is often at the 
heart of the heating/cooling system. 
In winter, a heat pump keeps the 
home warm and cozy. In summer, 

it provides central air condition- 
ing to keep you comfortable even 

on the hottest, most humid days. 

If you want real Excellence in 

Energy Efficiency, get right to the 
heart of the matter. The heat 
pump. It heats. It cools. It saves. 


N 


“ IT HEATEEIT COOLS.AESÄVES. Z 
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